SAN  FRANCISCO 
HISTORY  CENTER 

3S2.3 
San  Francisco  Public  Library 


STACKS 
REFERENCE  BOOK 

Not  to  be  taken  from  the  Library 

3    1X23  t>3W  2K>f 


Report  of  Fire  Commissioners 


San  Francisco,  July   1,   1916. 
To  the  Hon.  James  Rolph,  Jr., 

Mayor  of  the  City  and  County  of  San  Francisco. 
Dear  Sir: — In  compliance  with  the  provisions  of  Section  9,  Article  XVI, 
of  the  Charter  of  the  City  and  County  of  San  Francisco,  the  Board  of  Fire  Com- 
missioners of  said  City  and  County  do  hereby  submit  and  present  its  annual 
report  for  the  fiscal  year  ending  June  30,  1916,  containing  therein  a  statement 
of  the  expenditures,  etc.,  and  report  of  the  Chief  Engineer  showing  the  condi- 
tions and  operations  of  the  Department  in  general. 

ORGANIZATION. 

The  department,  as  it  is  now  constituted,  consists  of  a  Board  of  Fire  Com- 
missioners of  four  members,  a  Secretary,  a  Chief  Engineer,  One  First  Assistant 
Chief  Engineer,  one  Second  Assistant  Chief  Engineer,  eleven  Battalion  Chiefs, 
forty-eight  fire  engine  companies,  thirteen  hook-and-ladder  companies,  twelve  chem- 
ical companies,  two  water  tower  companies,  three  monitor  batteries,  two  fire 
boat  companies  and  three  relief  engine  companies,  and  employes  of  the  corpora- 
tion yard,  repair  shops,  department  stables  and  auxiliary  high  pressure  water 
system,  numbering  in  all  907  employes,  of  which  818  constitute  the  present 
uniform  force. 

BOARD   OF   FIRE   COMMISSIONERS. 

JOHN   T.    FOGARTY,    President Term  expires  January  8,   1918 

JOHN    F.     DAVIS Term   expires  January   8,    1920 

TILLMAN   R.    HERRING Term   expires   January    8,    1919 

FRANK    C.    SYKES Term   expires   January   8,    1917 

FRANK  T.   KENNEDY Secretary 

OFFICERS   OF   THE    DEPARTMENT. 

Thomas    R.    Murphy    Chief   Engineer 

Stephen   D.    Russell    First    Assistant   Chief   Engineer 

John  J.   Conlon  Second  Assistant   Chief  Engineer 

Alfred   Davis   Battalion   Chief 

James    Britt     Battalion   Chief 

Michael    Boden    Battalion  Chief 

Charles  R.   Murray    Battalion   Chief 

Edward    Skelly    Battalion   Chief 

James   F.   Layden   Battalion  Chief 

Thomas  J.   Murphy  Battalion   Chief 

James    Radford    Battalion   Chief 

George   G.    Bailey    Battalion   Chief 

Walter   A.    Cook    Battalion   Chief 

John   R.    Maxwell    Battalion   Chief 
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APPROPRIATION  AND  EXPENDITURES. 

Appropriation  for  fiscal   year   1915-1916 $1,622,301.00 

Brought  forward  from  fiscal  year  1914-1915 80,697.72 


EXPENDITURES. 
Salaries — 

Corporation  Yard   $       51,599.25 

Distributing    System    15,561.00 

Harness    Shop   5,559.75 

Horseshoers     6,260.00 

Hydrantmen    8,350.00 

Office  10,775.00 

Paint    Shop    5,782.95 

Pumping    Stations    20,050.85 

Stables     12,613.35 

Uniform  Force   1,243,270.75 


Maintenance — 

Apparatus     (New)     $  75,256.25 

Forage    34,932.95 

Fuel    29,956.22 

Furniture     2,540.09 

Garbage  Removal   3,300.00 

Harness  and  Repairs 1,287.44 

Horseshoeing     3,574.86 

Hydrants   12,033.59 

Material     36,409.22 

Office   973.42 

Paint    Shop    1,529.03 

Rent     1,623.75 

Stables     674.59 

Supplies     14,413.58 

Water  8,958.73 


$1,702,988.72 


$1,:;79,K22.90 


1,607,286.62 


Balance,    unexpended $       95,712.10 

Less  amount  due  on  uncompleted  contracts 80,237.00 


Surplus  unexpended 
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DETAILS  OF   ORGANIZATION. 

(Salaries  provided  by  Charter  or  by  Ordinance.) 

Per  Annum 

Commissioners,    each    $1,200 

Secretary  2,400 

Chief  Engineer..... 5,000 

First  Assistant  Chief  Engineer 3,600 

Second   Assistant   Chief   Engineer 3,000 

11  Battalion  Chiefs,    each 2,700 

14      Chiefs'    Operators,    each 1,500 

48      Captains  of  Engine   Companies,   each 1,860 

48      Lieutenants  of  Engine  Companies,   each 1,710 

48      Engineers  of  Engine  Companies,   each 1,680 

48      Drivers  of  Engine  Companies,   each 1,440 

48      Stokers  of  Engine  Companies,    each 1,440 

288     Hosemen  of  Engine  Companies,  each 1,440 

2      Captains  of  Relief  Engine  Companies,  each 1,860 

2      Lieutenants  of  Relief   Engine   Comapines,   each 1,710 

10      Hosemen  of  Relief  Engine  Companies,   each 1,440 

13      Captains  of  Hook-and-Ladder  Companies,   each 1,860 

13      Lieutenants   of   Hook-and-Ladder   Companies,    each 1,710 

13      Drivers  of  Hook-and-Ladder  Companies,   each 1,440 

13      Tilleimen  of  Hook-and-Ladder  Companies,   each 1,440 

104      Truckmen  of  Hook-and-Ladder  Companies,   each 1,440 

12  Captains  of  Chemical  Companies,   each 1,860 

12      Lieutenants  of  Chemical  Companies,   each 1,710 

12      Drivers   of   Chemical   Companies,    each 1,440 

12     Hosemen  of  Chemical  Companies,   each 1,440 

2      Captains  of  Water  Tower  Companies,   each 1,860 

2     Lieutenants  of  Water  Tower  Companies,   each 1,710 

2      Drivers  of  Water  Tower  Companies,   each 1,440 

2  Hosemen  of  Water  Tower  Companies,  each 1,440 

3  Drivers  of  Monitor  Batteries,   each 1,440 

2      Captains  of  Fire  Boat  Companies,  each 1,860 

2      Lieutenants  of  Fire  Boat  Companies,   each 1,710 

4  Pilots  of  Fire  Boat  Companies,   each 2,100 

4      Engineers  of  Fire  Boat  Companies,   each 2,100 

6      Marine  Firemen  of  Fire  Boat  Companies,   each 1,200 

24      Hosemen  of  Fire  Boat  Companies,  each 1,440 

4      Engineers  of  Relief  Fire  Boat  Companies,  each 2,100 

2      Marine  Firemen  of  Relief  Fire  Boat  Companies,   each 1,200 

1      Superintendent   of    Engines 2,700 

1      Clerk  and  Commissary 1,800 

1      Superintendent  of  Horses 1,860 

1      Veterinarian 1,200 

8     Hostlers,    each 1,200 

4  Horseshoers,   each  per  diem 5.00 

8      Machinists,    each  per  diem 4.50 

5  Blacksmiths,   each  per  diem 4.50 

5      Blacksmith  Helpers,  each  per  diem 3.50 

1      Pattern   Maker,   per   diem 5.25 

1  Brass   Finisher,   per   diem 4.50 

2  Boiler  Makers,   each  per  diem 4.50 

2      Boilermakers'   Helpers,   each  per   diem 3.25 
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No.                                                                                                                                        Per  Annum 

1  Steamfitter,    per   diem G.00 

1  Foreman  Carriage  Painter,   per  diem 5.00 

3  Carriage   Painters,    each  per   diem 4.50 

1  Foreman   Woodworker,  per   diem 4.50 

1  Woodworker,   per   diem 4.50 

1  Foreman  Harnessmakers,  per  diem 5.00 

3  Harnessmakers,    each   per   diem 4.25 

2  Chief  Engineers  of  Pumping  Stations,  each  per  annum 2,100 

5  Assistant  Engineers  of  Pumping  Stations,  each  per  annum 1,500 

7  Stationary   Firemen  of  Pumping  Stations,   each  per  annum 1,200 

1  Superintendent  High  Pressure  Water  System,  per  annum 2,400 

1  Foreman   Gateman   High  Pressure  System,  per  annum 1,500 

1  Assistant  Foreman  Gateman,  High  Pressure  System,  per  annum 1,440 

5  Gatemen  High  Pressure  Water  System,  each  per  annum 1,200 

3  Laborers  High  Pressure  Water  System,  each  per  diem 3.00 

1  Caulker  High  Pressure  Water  System,  per  diem 4.50 

'7  Hydrantmen,  Low  Pressure  Water  System,  each  per  annum 1,200 

3  Draymen,   each  per   annum 1,200 

4  Watchmen,  each  per  annum 1,200 

1  Physician-Surgeon,  per  annum 1,800 

1  Stenographer-Typewriter,   per   annum 1,800 

Qnder  the  provisions  of  the  Charter,  drivers,  stokers,   tillermen,  hosemen  and 

truckmen   receive   $1,200   per   annum   for   the   first   year   of  service,    $1,320  for   the 
second  year  and  $1,440  for  the  third  year  and  thereafter. 
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Chief  Engineer's  Report 


Headquarters   Fire  Department, 

San  Francisco,  July   1,  1916. 
To  the  Honorable, 

The  Board  of  Fire  Commissioners. 
Gentlemen : — I  respectfully  submit  my  annual  report  for  the  fiscal  year 
ending  June  30,  1916,  showing  the  present  condition  of  the  department  and  the 
progress  made  therein  during  the  past  year,  together  with  such  recommendations, 
etc.,  as  in  my  judgment  I  deem  necessary  and  proper  to  further  promote  the 
efficiency  of  the  department: 

FIRES. 
The   following   is   a   list   of   alarms   of  fire  responded  to   by   the   department 
during    the    past    year;    also    statistics    showing    the    style    of    structure    in    which 
fires    originated,    the    extent    thereof,    and    the    manner    in    which    they    were 
extinguished : 

Number  of  Alarms  Responded  to: 

Bell  alarms  from  street  or  automatic  boxes 1,653 

Still  alarms  and  direct  alarms  received  by  telephone,  etc 1,892 

Total   alarms  received  3,545 

Total  alarms  received  during  previous  fiscal  year 2,720 

Total    increase    825 

First   alarms 1,581 

Second    alarms 57 

Third    alarms    ....    14 

Fourth    alarms 1 

Vicinity   boxes   145 

False  alarms  353 

Alarms  for  accidents,   etc.,  other  than  fire 46 

Style  of  Structure  in  which  Fires  Occurred: 

Frame  buildings • 1,322 

Brick  or  stone  buildings  229 

Fires  occurring  in  other  than  buildings 956 

Fires  confined  to  floor  of  origin 1,439 

Fires  confined  to  building  (not  floor)   of  origin.... 47 

Fires  not  confined  to  building  of  origin 65 

Manner  in  which  Fires  were  Extinguished: 

Fires   extinguished  with   chemicals    734 

Fires   extinguished  with   low  pressure  water 813 

Fires   extinguished   with   hogh  pressure  water 46 

Fires   extinguished   otherwise   914 
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APPARATUS 


The  following  is  a  list  of  the  apparatus  in  good  condition  and  in  active 
service  in  the  department : 

Steam  Fire  Engines  (horse  drawn) 36 

Steam  Fire  Engines  (motor  propelled) 9 

Gasoline  Pumping  Engines   (motor  propelled) 3 

Hose  Wagons,   straight    (horse  drawn) 36 

Hose  Wagons,  straight    (motor  propelled)... 1 

Hose  Wagons,  combination   (horse  drawn) 1 

Hose  Wagons,  combination   (motor  propelled) 10 

Hook-and-Ladder  Trucks    (horse   driven) 7 

Hook-and-Ladder  Trucks  (motor  propelled) 6 

Chemical  Engines,  straight   (horse  drawn) 6 

Chemical  Engines,  straight   (motor  propelled) 6 

Water  Towers    (horse  drawn) 2 

Monitor   Batteries    (horse   drawn) 3 

Fire  Boats  2 

Squad  Wagons    (motor  propelled) 1 

Hose  Tenders    (motor  driven) 1 

Chief '  s  automobiles  13 

Chief's  buggies  14 

Hose   reels    (horse    drawn) 2 

Hydrant   cars    (horse  drawn) 7 

Hose,    1-inch,    feet 4,400 

Hose,    iy2-mch,   feet 31,000 

Hose,    2y2-inch,   feet 9,793 

Hose,    2  %  -inch,    feet 107,899 

Hose,    3-inch,   feet 12,010 

Hose,    3  Vz  -inch,    feet 5,030 

Hose,  1-inch  rubber  hose  for  chemical  apparatus,  feet 8,000 

In  addition  to  the  above  there  is  also  the  following  apparatus,  vehicles,  etc., 
for  relief  and  other  purposes:  Twelve  horse  drawn  steam  fire  engines;  nine 
horse  drawn  straight  hose  wagons;  one  motor  propelled  combination  hose  wagon 
and  two  horse  drawn ;  five  horse  drawn  hook-and-ladder  trucks ;  four  horse  drawn 
straight  chemicals;  three  automobiles;  fourteen  chief's  buggies;  five  horse  drawn 
supply  wagons ;  one  horse  drawn  coal  wagon ;  nine  horse  drawn  stable  wagons 
one  horse  drawn  wrecking  wagon;;  two  motor  propelled  delivery  wagons  and 
four  horse  drawn. 

Total  number  of  motor  propelled  vehicles  of  all  kinds 55 

Total  number  of  horse  drawn  vehicles  of  all  kinds 181 

There  is  also  on  hand  the  following  amounts  of  reserve  fire  hose: 

1      -inch    cotton    350   feet 

1  Vz  -inch   cotton   13,700      ' ' 

2% -inch   cotton   3,850      " 

2% -inch   cotton   11,450      " 

3      -inch    cotton   3,900      " 

3^-inch  cotton  1,950      " 

1      -inch  rubber  for  chemical  apparatus 1,100      " 

Total     36,300      " 

Total  amount  of  hose  of  all  kinds  in  service 178,132   feet 

Total  amount  of  hose  of  all  kinds  in  reserve. 36,300      " 

Total  amount  of  hose  in  department 214,432      " 
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NEW   APPARATUS   ACQUIRED. 

During   the   past    year    the   following   new   motor   driven   apparatus   was   pur- 
chased and  delivered  to  the  department: 
One  chemical  engine. 
One  hook-and-ladder  truck. 
One  squad  wagon. 
Two  combination  pumping  engines. 
Pour  two-wheel  tractors. 
Two  four-wheel  tractors. 
One  delivery  wagon. 

In  addition  thereto  the  following  motor  driven  fire  apparatus  has  also  been 
contracted  for  during  the  past  year  but  has  not  as  yet  been  delivered  to  the 
department : 

Pour  combination  pumping  engines. 

Two   chemical  engines. 

Three  four-wheel  tractors. 

Two  combination  wagons. 

Making  a  total  of  twenty-three  pieces  of  motor  apparatus  received  and  con- 
tracted for  during  the  past  fiscal  year. 
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STATEMENT    OF    THE    KIND    OF 


APPARATUS,    CLASS,    NUMBER   OF    MEN 
EACH  COMPANY  FOR  THE  FISCAL 


COMPANY  AND   KIND   OF   APPARATUS. 


Size  of 
Apparatus 


Engine  Co. 

Engine  Co. 

Engine  Co. 

Engine  Co. 

Engine  Co. 

Engine  Co. 

Engine  Co. 

Engine  Co. 

Engine  Co. 

Engine  Co. 

Engine  Co. 

Engine  Co. 

Engine  Co. 

Engine  Co. 

Engine  Co. 

Engine  Co. 

Engine  Co. 

Engine  Co. 

Engine  Co. 

Engine  Co. 

Engine  Co. 

Engine  Co. 

Engine  Co. 

Engine  Co. 

Engine  Co. 

Engine  Co. 

Engine  Co. 

Engine  Co. 

Engine  Co. 

Engine  Co. 

Engine  Co. 

Engine  Co. 

Engine  Co. 

Engine  Co. 

Engine  Co. 

Engine  Co. 

Engine  Co. 

Engine  Co. 

Engine  Co. 

Engine  Co. 

Engine  Co. 

Engine  Co. 

Engine  Co. 

Engine  Co. 

Engine  Co. 

Engine  Co. 


No.      1 — Clapp  &  Jones,  double 

No.     2 — Metropolitan,    double    

No.      3 — Metropolitan,    double    

(Motor    driven    and    Comb,    wagon) 

No.      4 — American  La  France,  double.. 

No.      5 — American,    double    

(Motor   driven    and   Comb,    wagon) 

No.      6 — American,    double    

No.      7 — Clapp  &  Jones,  double 

No.      8 — American  La  France,  double 

No.      9 — American  La  France,  double 

No.    10 — Ahrens   Fox,    double 

(Motor    driven    and    Comb,    wagon) 

No.   11 — Amoskeag,   double  

No.    12 — American  La  France,  double 

(Motor    driven    and    Comb,    wagon) 

No.   13 — American  La  France,  double 

No.    14 — Clapp  &  Jones,  double 

No.   15 — Clapp  &  Jones,  double 

No.    16 — American  La  France,  double 

No.    17 — American,    double    

No.    18 — Clapp  &  Jones,  double 

No.    19- — Metropolitan,    double    

No.    20 — Metropolitan,    double    

(Motor    driven    and    Comb,    wagon) 
No.    21 — Seagrave,   double  

(Motor    driven    and    Comb,    wagon) 
No.   22 — Metropolitan,    double    

(Motor    driven    and    Comb,    wagon) 
No.    23 — Metropolitan,    double    

(Motor    driven    and    Comb,    wagon) 
No.    24 — Metropolitan,    double    

(Motor    driven    and    Comb,    wagon) 

No.   25 — Clapp  &  Jones,  double 

No.    26 — Amoskeag,   double   

No.   27 — Clapp  &  Jones,  double 

No.    28 — Metropolitan,    double    

(Motor   driven   and    Comb,    wagon) 

No.    29 — Metropolitan,    double    

No.    30 — American  La  France,  double 

No.    31 — Metropolitan,    double    

No.    32 — American  La  France,  double 

No.    33 — American  La  France,  double 

No.   34 — Continental,    double    

No.   35 — American,    double   

No.   36 — American,    double    

No.   37 — American  La  France,  double 

No.    38 — American  La  France,   double 

No.    39 — Metropolitan,    double    

No.   40 — Clapp  &  Jones,   double 

No.   41 — Continental,  double  

No.   42 — American  La  France,  double 

No.   43 — American  La  France,  double 

No.   44 — American  La  France,  double 

No.    45 — La   France,    double 

No.    46 — American  La  France,   double 

(Motor    driven    and    Comb,    wagon) 


First.... 

Second 
Secon.1 

First.... 

Second 

First.... 

Second 
Second 
First- 
First.... 

Second 
First.... 

Second 
Second. 
Second. 
Second. 
First... . 
Third... 
Second 
Second 

Second 
Second 
Third- 
Third... 

Second. 
Second. 
Second. 
Second. 

Second. 
Third... 
Third... 
Third... 
Fourth. 
Second. 
First.... 
Second. 
Second. 
Fourth. 
Third... 
Third... 
Third- 
Second. 
Third... 
Third- 
Fourth. 
Second. 
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AND  HORSES,  ALARMS  RESPONDED  TO  AND  DUTY  PERFORMED  BY 
YEAR  ENDING  JUNE  30,  1916. 
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44 

Cotton 

1,800  feet  2% 

inches ; 

450  feet  lYz 

inches 

41 

is 

10 

29 

27 

Cotton 

1,550  feet  2  % 

inches ; 

400  feet  lYz 

inches 

148 

29 

23 

44 

21 

Cotton 

1,500  feet  2% 

inches  ; 

400  feet  1  Yz 

inches 

78 

H4 

29 

79 

15 

1,750  feet  2\ 

inches ; 

400  feet  1  Yz 

inches 

57 

l,i 

13 

9 

53 

Cotton 

1,600  feet  2% 

inches ; 

400  feet  1  Yz 

inches 

89 

21 

9 

23 

45 

Cotton 

1,500  feet  2% 

inches ; 

400  feet  IY2 

inches... 

81 

36 

20 

27 

45 

Cotton 

1,500  feet  2% 

inches ; 

400  feet  1  Yz 

inches 

1 67 

58 

29 

43 

25 

Cotton 

1,800  feet  2% 

inches ; 

400  feet  IY2 

inches 

50 

30 

23 

32 

15 

Cotton 

1.500  feet  2% 

inches ; 

400  feet  IY2 

inches 

(is 

30 

36 

2b 

50 

Cotton 

2,000  feet  2% 

inches ; 

400  feet  IY2 

inches 

45 

23 

17 

29 

Cotton 

2,050  feet  2% 

inches ; 

400  feet   1  V» 

inches 

51 

17 

15 

r, 

20 

Cotton 

1,600  feet  2Yz 

inches ; 

200  feet  1  Yz 

inches 

39 

3 

7 

2 

20 

Cotton 

2,000  feet  2  Yz 

inches; 

400  feet  lYz 

inches 

17 

14 

14 

15 

40 

Cotton 

2,062  feet  2% 

inches ; 

400  feet  1  Yz 

inches 

105 

14 

1 

20 

5 

1(1 
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STATEMENT  OF  THE  KIND  OF  APPARATUS,  CLASS,  NUMBER  OF  MEN 

EACH  COMPANY  FOR  THE  FISCAL 


COMPANY  AND  KIND  OF  APPARATUS. 


Size  of 
Apparatus 


Engine 

Co. 

No. 

Engine 

Co. 

No. 

Truck 

Oo. 

No. 

Truck 

Co. 

No. 

Truck 

(Jo. 

No. 

Truck 

Co. 

No. 

Truck 

Co. 

No. 

Truck 

Co. 

No. 

Truck 

Co. 

No. 

Truck 

Co. 

No. 

Truck 

Co. 

No. 

Truck 

Co. 

No. 

Truck 

Co. 

No. 

Truck 

Oo, 

No. 

Truck 

Co. 

No. 

Chemical  Co.  No 
Chemical  Co.  No 
Chemical  Co.  No 
Chemical  Co.  No 
Chemical  Co.  No 
Chemical  Co.  No. 
Chemical  Co.  No 

Chemical  Co.  No 
Chemical  Co.  No 
Chemical  Co.  No 
Chemical  Co.  No 
Chemical  Co.  No 

Water  Tower 
Water   Tower 


47 — La   France,    double 

48 — American  La  France,  double 

(Motor   driven    and   Comb,   wagon) 

1 — American  La  France   (motor) 

2 — Seagrave   (motor)   

3 — Hayes,   straight   frame 

4 — Seagrave  (motor) 

5 — Rumsey,   trussed   

6 — American  Le  France   (motor) 

7 — Seagrave,    trussed   frame 

8 — Hooper,  trussed  frame 

9 — -Larkin,    straight    frame 

10 — Larkin,    straight    frame 

11 — Hayes,    straight   frame 

12 — Kenney,    (motor) 

13 — American  La  France   (motor) 

1 — Champion,   double,   80   gal 

2 — La  France  Motor,  double  80 

3 — La  France  Motor,  double  80 

4 — Champion,  double  60  gal 

5 — La  France  Motor,  double  80 

6 — Pope  Hartford  Motor,   double  80 

8 — American  La  France  combination 
chemical   and  hose  wagon 

9 — Holloway,   double   60  gal 

10 — Champion,  double  60  gal 

11 — Champion,  double  60  gal 

12 — Champion,  double  100  gal 

13 — Ahrens  Fox,  double  80  gal.  (motor 
driven)     

1 — Gorter   Tower   

2 — Gorter   Tower 


Monitor  Battery  1 — Gorter  Battery 
Monitor  Battery  2 — Gorter  Battery 
Monitor  Battery     3 — Gorter   Battery 


Fourth- 
Second. 

First 

First 

First 

First 

First 

First 

First 

First'..... 
Second. 
Second. 
Third.... 

First 

First 

First 

First 

First 

First 

First 

First 


Fire  Boat 
Fire  Boat 
Fire  -Boat 


1 — With  auto  hose  tender 

On  hose  tender 

2 — With  comb,   hose  and  chemical. 
3 —  


First- 
First.. 
First. 
First- 
First. 

First- 
First.. 
First- 
First.. 
First- 
First.. 

First- 
First. 
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AND    HORSES,    ALARMS    RESPONDED    TO    AND    DUTY    PERFORMED    BY 
YEAR  ENDING  JUNE   30,    1916. 


?! 


Number  of   Feet   and  Size. 


Time 
Worked 


Cotton. 
Cotton. 


2,000  feet  iy2   inches;    400  feet  l1/,    inches. 
2,000  feet  2%    inches;    400  feet  1 V2    inches. 


Cotton. 
Cotton. 


200  feet  1  u>   in. 


400  feet  1%   in. 
,000  feet  2%    in. 


Rubber  300  feet  1 
Rubber  300  feet  1 
Rubber  300  feet  1 
Rubber  300  feet  1 
Rubber  300  feet  1 
Rubber  300  feet  1 

Rubber  300  feet  1 
Rubber  600  feet  1 
Rubber  300  feet  1 
Rubber  300  feet  1 
Rubber  300  feet  1 


inch, 
inch, 
inch, 
inch, 
inch, 
inch. 


inch, 
inch, 
inch, 
inch. 


Rubber  300  feet  1  inch. 


Cotton. 
Cotton.. 
Cotton. 
Cotton. 


3,000  feet  3  V2   inches;  1,100  feet  1  V2   inches.. 

2,750  feet  314    inches;  200  feet  1V2   inches... 

2,950  feet  3V2   inches;  950  feet  1%    inches.... 
5,450  feet  3        inches. 
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NEW  COMPANIES. 

The  only  new  company  that  was  put  in  service  during  the  year  was  Hook- 
and-Ladder  Co.  13,  which  was  installed  in  the  new  fire  house  at  Drumm  and 
Commercial  streets. 

NEW  BUILDINGS. 

During  the  past  year  the  following  new  buildings  were  completed  and 
accepted  and  are  now  occupied  by  companies  of  the  department. 

Two-story  class  "C"  building  at  Drumm  and  Commercial  streets  for  Engine 
Co.  12  and  Truck  Co.  13,  with  headquarters  for  Battalion  Chief. 

Two-story  class  "C"  building  on  Post  street  between  Polk  and  Larkin  for 
Engine  Co.  3  and  Chemical  Co.  6. 

Two-story  class  "C"  building  on  Powell  street  between  Pacific  and  Broad- 
way for  Engine  Co.  '5  and  Hook-and-Ladder  Co.  2,  with  headquarters  for  a 
Battalion  Chief. 

During  the  year  contracts  have  been  awarded  for  the  construction  of  the 
following  buildings  which  are  now  in  course  of  construction: 

Two-story  class  "C"  building  on  Howard  street  between  New  Montgomery 
and  Third  streets  for  Engine  Co.  4,  Water  Tower  Co.  1  and  Chemical  Co.  1. 
Contract  price  $30,264. 

Two-story  class  "C"  building  on  Mint  avenue  near  Fifth  street  for  Engine 
Co.   17.     Contract  price,   $30,330. 

Two-story  class  "C"  building  on  Pacific  avenue  between  Polk  and  Van 
Ness  avenue  for  Engine  Co.  8  and  Hook-and-Ladder  Co.  4.  Contract  price, 
$29,559. 

HYDRANTS. 

The  department  has  now  4,430  hydrants  connected  ot  the  mains  of  the 
Spring  Valley  Water  Company.  During  the  year  44  of  such  hydrants  were  taken 
out  and  discontinued,  fifteen  old  style  hydrants  were  replaced  by  new  5-inch,  and 
116  new  hydrants  were  installed.  In  addition  to  the  above  there  are  twenty- 
nine  salt  water  hydrants  that  are  supplied  by  the  Olympic  Salt  Water  Co. 

There  are  also  889  high  pressure  hydrants  and  141  street  water  cisterns 
connected  with  the  auxiliary  high  pressure  water  system,  which  constitute  an 
important  factor  in  fire  protection  purposes  and  which  has  been  resorted  to  most 
advantageously   during  the  past  year  on  many  occasions. 

DEPARTMENT    STABLES. 

There  are  at  present  307  horses  in  the  department,  which  is  a  decrease  of 
forty-two  in  number  from  what  the  department  possessed  last  year,  owing  to 
the  installation  of  motor  driven  apparatus.  This  number  includes  the  horses 
used  for  relief  purposes  and  six  condemned  horses  that  have  been  turned  out  on 
pasture.  Thirty-four  horses  were  condemned  during  the  year,  of  which  eight 
were  destroyed,  one  died  while  out  on  pasture,  fifteen  were  transfrred  to  other 
departments  of  the  municipality,  six  sold  at  public  auction  and  four  placed  out 
on  pasture.  Four  horses  died  of  various  diseases,  two  were  killed  on  account 
of  incurable  diseases  and  two  were  killed  by  a  street  car  accident.  For  the 
first  time  in  a  number  of  years  no  additional  horses  were  purchased  by  the 
department. 

APPOINTMENTS,  DISMISSALS,   ETC. 

During  the  past  year  sixty-two  appointments  were  made  to  the  uniform 
force  of  the  department,  fifteen  resignations  accepted  and  three  members  dis- 
missed from  the  service  for  cause.  There  were  also  fourteen  promotions  made 
tn  higher  rank  in  the  department. 
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DEATHS. 

The  following  deaths  occurred  amongst  the  members  of  the  department 
during  the  year: 

John  Titus,  Driver  Engine  Co.   16,  July  2,   1916,  of  chronic  myocarditis. 

Albert  Bernston,  Lieutenant  Engine  Co.  32,  August  22,  1915,  of  garcinoma 
of  the  sotmach. 

Frank  McCluskey,  Lieutenant  Truck  Co.  12,  September  11,  1915,  perfora- 
tion of   stomach  following  operation. 

David  Burke,  Driver  Engine  Co.  10,  September  30,  1915,  of  tuberculosis 
of  throat. 

Dennis  J.  Mulcahy,  Hoseman  Engine  Co.  21,  November  7,  1915,  from  shock 
caused  by  burns  while  working  at  a  fire. 

Delbert  D.  Daley,  Driver  Engine  Co.  44,  December  2,  1915,  from  gunshot 
wound. 

Thomas  Magner,  Captain  Engine  Co.  20,  January  7,  1916,  from  heart 
disease. 

Thomas  P.  Jones,  Hoseman  Engine  Co.  18,  February  15,  1916.  of  pulmonary 
tuberculosis. 

Joseph  Corwell,  Driver  Truck  Co.  2,  June  11,  1916,  from  injuries  received 
while  responding  to  an  alarm  of  fire. 

RETIRED    ON   PENSION. 

The  following  members  of  the  department  were  retired  from  active  service 
during  the  year: 

John  F.  Buker,  Truckman  Truck  Co.  4,  retired  August  1,  1915,  for  physical 
disability. 

Charles  Neil,  Hoseman  Engine  Co.  36,  retired  August  1,  1915  for  physical 
disability. 

Emile  Gouvi,  Hoseman  Engine  Co.  36,  retired  August  1,  1915,  for  physical 
disability. 

Daniel  J.  Riordan,  Hoseman  Engine  Co.  36,  retired  August  1,  1915,  for 
physical  disability. 

Joseph  F.  Thompson,  Hoseman  Fire  Boat  Co.  1,  retired  July  16,  1915,  for 
physical  disability. 

Henry  H.  Casey,  Truckman  Truck  Co.  6,  retired  August  4,  1915,  for  full 
time  of  service. 

William  J.  Hart,  Hoseman  Engine  Co.  48,  retired  August  4,  1915,  for 
physical  disability. 

Joseph  Morse,  Hoseman  Engine  Co.  32,  retired  August  4,  1915,  for  physical 
disability. 

P.  J.  Creede,  Lieutenant  Truck  Co.  1,  retired  August  4,  1915,  for  physical 
disability. 

William  Schultz,  Captain  Truck  Co.  11,  retired  October  1,  1915,  for  full 
time  of  service. 

James  Koopman,  Hoseman  Engine  Co.  3,  retired  October  1,  1915  for  physical 
disability. 

N.  N.  Mathewson,  Sr.,  Lieutenant  Engine  Co.  33,  retired  November  16,  1915, 
for  full  time  of  service. 

Thomas  R.  Walsh,  Hoseman  Engine  Co.  33,  retired  November  16,  1915,  for 
full  time  of  service. 

John  T.  Finnigan,  Hoseman  Engine  Co.  33,  retired  November  16,  1915,  for 
full  time  of  service. 

Patrick  D.  Hughes,  Engineer  Engine  Co.  39,  retired  December  1,  1915,  for 
physical  disibility. 

Daniel  Coughlin,  Hoseman  Engine  Co.  31,  retired  January  1,  1916,  for  full 
time  of  service. 
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Martin  Burns,  Hoseman  Engine  Co.  8,  retired  January  1,  191G,  for  full 
time  of  service. 

Edward  McDermott,  Hoseman  Engine  Co.  22,  retired  April  3,  1916,  for 
physical  disibility. 

W.  E.  Gallatin,  Sr.,  Captain  Chemical  Co.  5,  retired  April  13,  1916,  for  full 
time  of  service. 

Thomas  J.  Coogan,  Engineer  Engine  Co.  27,  retired  May  11,  1910,  for  full 
time  of  service. 

John  T.  O'Donnell,  Truckman  Truck  Co.  9,  retired  May  11,  1916,  for 
physical   disability. 

William  Shackleton,  Driver  Truck  Co.  4,  retired  June  1,  1916,  for  full 
time  of  service. 

James  P.  Britt,   Battalion  Chief,  retired  June  8,   1916,  for  physical  disability. 

Hugh  P.  Powers,  Captain  Chemical  Co.  10,  retired  June  8,  1916,  for  full 
time  of  service. 

RECOMMENDATIONS. 

I  would  recommend  that  new  building  sites  be  procured  for  the  department 
at  the  following  locations: 

Lot  in  the  vicinity  of  Twenty-fourth  and  Utah  streets  for  Engine  Co.  37 
and  Hook-and-Ladder  Co.  9.  These  companies  at  present  are  occupying  rented 
quarters  at  a  cost  to  the  department  of  $100  per  month. 

Lot  in  the  vicinity  of  Eighteenth  and  Eureka  streets  for  a  hook-and-ladder 
truck  company  and  a  high  pressure  system  hose  wagon. 

I  would  also  recommend  the  erection  of  buildings  on  site  herein  recom- 
mended for  purchase  as  follows : 

Two-story  class  "C"  building  in  the  vicinity  of  Twenty-fourth  and  Utah 
streets  for  Hook-and-Ladder  Co.   9  and  Engine  Co.  37. 

Two-story  class  "C"  building  in  the  vicinity  of  Jones  and  Clay  streets  for 
a  truck  and  chemical   company. 

In  addition  to  the  above  I  would  recommend  the  purchase  of  a  lot  in  the 
vicinity  of  Twenty-first  and  Tennessee  streets  and  the  erection  of  a  two-story 
class  "C"  building  thereon  as  a  headquarters  for  the  Battalion  Chief  of  that 
district  and  also  quarters  for  Engine  Co.  16  and  a  new  truck  company.  The 
present  quarters  now  occupied  by  Engine  Co.  16  and  the  Battalion  Chief  are 
entirely  inadequate  and  do  not  afford  proper  accommodations  for  the  members 
stationed  there. 

I  would  also  recommend  the  establishment  of  an  additional  hook-and-ladder 
truck  company,  to  be  known  as  Truck  Co.  14,  to  be  stationed  in  the  above  pro- 
posed quarters  as  this  district,  which  is  a  large  manufacturing  one,  is  urgently 
in  need  of  this   class  of   fire  apparatus. 

Some  of  the  companies  of  the  department  are  now  housed  in  buildings  that 
are  totally  unfit  for  habitation  by  the  members  of  the  department,  the  same 
being  old  frame  structures  that  are  without  proper  accommodations,  and  in 
many  instances  are  insanitary.  More  modern  buildings  are  required  for  the 
use  of  these  companies  and  I  therefore  make  the  following  recommendations 
thereon : 

Two-story  class  "C"  building  for  En^e  Co.  9  and  a  high  pressure  water 
system  hose  wagon  on  Main  street  near  l/'olfiom. 

Building  for  Truck  Co.  3,  ChS^-Wi  Oo.  4  and  a  Battalion  Chief's  head- 
quarters on  the  civic  center  site. 

Two-story  class  "C"  building  for  Truck  Co.  5  and  Chemical  Co.  2  on  Post 
street  near  Fillmore.  I  would  also  recommend  the  placing  of  a  straight  hose 
wagon    (motor  propelled)    with   turret  nozzle   equipment   in  these  quarters. 
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I  would  further  recommend  the  establishment  in  the  near  future  of  a  truck 
company  and  a  high  pressure  system  hose  wagon  at  Eighteenth  and  Eureka 
streets  and  a   chemical   company   in  the  vicinity  of   Clay  and  Jones   streets. 

I  recommend  the  purchase  of  the  following  motor  propelled  fire  apparatus 
during  the  ensuing  fiscal  year:  Five  straight  chemicals  for  service  in  Chemical 
Companies  Nos.  4,  9,  10  and  12  and  the  additional  one  for  relief  purposes.  One 
city  service  hook-and-ladder  truck  and  four-wheel  tractors  for  Truck  Companies 
3,  5,  7,  8  and  9.  Four  runabouts  for  the  use  of  Battalion  Chiefs  and  10,000 
feet  of  2% -inch  fire  hose. 

I  would  also  recommend  that  the  following  Engine  Companies  be  converted 
into  motor  propelled  apparatus  at  the  earliest  date  possible:  Engine  Companies 
1,  2,   13,   15,   30,   33,   34  and  37. 

I  would  further  suggest  the  following  items,  the  cost  of  which  to  be  taken 
from  the  maintenance  fund  for  the  fiscal  year: 

Five  thousand  dollars  for  alteration  to  the  water  towers  so  as  to  safely 
accommodate  the  same  to  the  use  of  the  high  pressure  water  system.  Eight 
thousand  dollars  for  the  construction  of  gas  generators  for  use  in  the  extin- 
guishing fires  in  the  holds  of  vessels;  and  five  thousand  dollars  for  the  purchase 
of  twenty-five  reducing  valves  for  the  high  pressure  water  system. 

I  also  recommend  the  installation  of  at  least  fifty  additional  street  water 
cisterns  for  fire  protection  purposes,  to  be  located  in  sections  of  the  city  that 
are  not  now  covered  by  the  mains  of  the  Spring  Valley  Water  Company  or 
those  of  the  high  pressure  water  system. 

In  this  connection  I  would  advocate  the  conversion  of  the  excavation  in 
Howard  street  at  its  intersection  with  Tenth  street,  which  was  formerly  used 
by  the  street  railroad  company,  into  a  cistern  of  from  800,000  to  900,000  gallons 
capacity.      This  could  be  accomplished  at  a  comparatively  small  expense. 

In  order  to  afford  sufficient  water  for  fire  protection  purposes  in  outlying 
districts  which  are  practically  without  such  protection  at  the  present  time  I 
will   again   renew   my  recommendations  as  follows : 

That  in  the  Oceanside  District,  south  of  Golden  Gate  Park,  a  connection 
be  made  with  the  pipe  system  from  the  pumps  supplying  Lake  Metson  in  said 
park  by  running  a  12-inch  main  from  the  same  through  the  Park  to  connect 
to  the  cistern  installed  at  Forty-seventh  avenue  and  Judah  street  and  thence 
running  through  intersecting  streets  to  Forty-ninth  avenue  and  Pacheco  street. 
By  this  means  the  cistern  could  be  more  rapidly  filled  when  required.  Hydrants 
could  be  connected  to  this  main  at  desirable  points,  which,  after  their  installa- 
tion, could  be  maintained  without   any   additional  cost  to  the  city. 

For  the  protection  of  that  portion  of  the  Sunset  and  Richmond  Districts 
that  are  now  lacking  in  water  supply  I  would  recommend  that  a  reservoir  of 
5,000,000  gallons  capacity  be  constructed  at  a  suitable  elevation  in  the  Sunset 
District  to  supply  the  higher  levels  in  that  and  the  Richmond  District  and  that 
suitable  mains  be  laid  to  cover  that  entire  district  and  crossing  the  Park  to 
the  Richmond  District.  The  water  to  supply  this  area  could  be  piped  from  the 
Clarendon  Heights  reservoir.  If  this  were  accomplished  the  serious  problem 
of  providing  sufficient  water  for  fire  protection  purposes  in  that  portion  of  the 
city  would  be  overcome,  as  the  entire  Sunset  and  a  portion  of  the  Richmond 
District  would  have  an  independent  water  supply  amply  sufficient  for  all  purposes. 

I  would  also  suggest  that  a  12-inch  pipe  connection  be  made  with  the 
reservoir  in  Golden  Gate  Park  at  Grove  and  Stanyan  streets  and  that  hydrants 
be  connected  thereto  on  Stanyan  and  Fulton  streets,  as  the  Spring  Valley 
Water  Company's  pressure  is  very  low  in  that  particular  location. 

In  the  district  west  of  Thirty-second  avenue  and  along  Geary  street  I 
would  recommend  that  a  reservoir  of  3,000,000  gallons  capacity  be  constructed 
in  Lincoln  Park,  to  be  supplied  from  the  10-inch  main  which  the  Park  Com- 
mission has  installed  in  Thirty-ninth  avenue  from  Golden  Gate  Park  to  Lincoln 
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Park.  The  water  to  supply  this  reservoir  could  be  obtained  from  the  Murphy 
windmill  in  Golden  Gate  Park.  If  this  arrangement  could  not  be  carried  out  a 
salt  water  supply  could  be  obtained  by  the  city  running  a  main  from  the 
Olympic  Salt  Water  Company's  main  on  Geary  street  to  the  reservoir  and 
having  the  water  pumped  thereto.  Mains  from  the  reservoir  could  be  extended 
along  Lake  and  Clement  streets,  thus  insuring  a  sufficient  supply  and  adequate 
pressure  of  water  for  fire  protection  purposes  in  the  west  Richmond  district. 
Hydrants  could  be  installed  at  available  points  along  the  line  of  these  mains. 

I  would  recommend  that  pipe  connections  be  made  to  the  large  public  water 
tank  in  the  Mission  Park  at  Nineteenth  and  Angelica  streets,  which  would  make 
this  large  amount  of  water  available  for  fire  purposes  in  case  of  necessity. 

I  would  also  recommend  the  extension  of  the  fire  limits  so  as  to  take  in 
both  sides  of  Sacramento  street  from  Stockton  street  to  Van  Ness  avenue;  both 
sides  of  "Van  Ness  avenue  from  Sacramento  street  to  Golden  Gate  avenue;  both 
sides  of  Golden  Gate  avenue  from  Van  Ness  avenue  to  Gough  street;  both  sides 
of  Gough  street  from  Golden  Gate  avenue  to  Market  street;  thence  along  the 
center  line  of  Market  street  to  the  intersection  of  Market  and  Guerrero  streets ; 
thence  along  the  center  line  of  Guerrero  street  to  the  intersection  of  the  center 
line  of  Guerrero  and  Fourteenth  streets;  thence  along  the  center  line  of  Four- 
teenth street  to  the  center  of  the  intersection  of  Fourteenth  and  Valencia 
streets;  thence  along  the  center  line  of  Valencia  street  to  a  point  midway  in 
the  center  of  the  block  on  Valencia  street  between  Sixteenth  and  Seventeenth 
streets;  thence  easterly  and  parallel  with  Sixteenth  street  to  the  center  line  of 
Howard  street;  thence  along  the  center  line  of  Howard  street  northerly  and 
easterly  to  the  center  line  of  Howard  and   Sixth  streets. 

I  again  renew  my  recommendation  to  extend  the  district  in  which  is 
operated  the  street  signal  gong  system  warning  traffic  to  cease  on  the  approach 
of  fire  apparatus  while  responding  to  alarms  of  fire.  This  system  is  now  in 
successful  operation  in  Market  street  from  Second  to  Sixth  street  and  I  favor 
the  extension  of  the  same  from  First  to  Ninth  on  Market  street,  also  on  Mont- 
gomery and  Kearny  streets  from  Market  to  California,  Grant  avenue  from  Market 
to  Bush,  Stockton  street  from  Market  to  Post,  Powell  street  from  Market 
to  Post  and  on  First,  Second,  Third,  Fourth,  Fifth  and  Sixth  streets  from 
Market  to  Howard. 

I  would  recommend  that  the  mains  of  the  high  pressure  auxiliary  water 
system  be  extended  along  the  following  streets  as  soon  as  possible:  Pacific 
avenue  from  Divisadero  to  Lyon,  Baker  street  from  Pacific  avenue  to  Union 
street;  Fillmore  street  from  Pacific  avenue  to  Filbert,  Laguna  street  from 
Pacific  avenue  to  Filbert,  Sacramento  street  from  Divisadero  to  Arguello  Boule- 
vard, Arguello  Boulevard  from  Sacramento  to  Clement,  Clement  street  from 
Arguello  Boulevard  to  Twelfth  avenue,  Twenty-second  street  from  Harrison  to 
Wisconsin,  Hyde  street  from  California  to  Bay,  Laguna  street  from  Pacific 
avenue  to   Market   street,   Castro   street   from   Eighteenth  to   Twenty-fifth   street. 

I  desire  to  call  attention  to  the  fact  that  the  large  body  of  water  known  as 
Mountain  Lake,  which  is  situate  on  Government  land  in  the  upper  part  of  the 
Richmond  District,  would  be  available  for  use  in  case  of  fire  in  that  vicinity  if 
an  approach  to  the  lake  were  built  so  as  to  allow  our  engines  to  reach  the  same 
for  draughting  purposes.  I  have  been  assured  by  the  proper  Government  author- 
ities that  permission  to  use  this  water  for  that  purpose  would  be  granted.  I 
would  therefore  recommend  that  steps  be  taken  to  have  this  runway  or  ap- 
proach to  the  lake  built. 

I  would  also  recommend  that  at  least  five  hundred  fire  alarm  boxes  of  the 
keyless  door  type  be  installed  in  different  parts  of  the  city  and  that  the  Depart- 
ment of  Electricity  proceed  as  soon  as  possible  to  place  its  entire  wire  system 
underground,  as  this  would  insure  greater  safety  to  the  fire  alarm  system  and 
less  danger  of  wire  trouble  to  the  lines. 
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I  would  again  urge  the  necessity  of  establishing  a  Bureau  of  Fire  Preven- 
tion in  connection  with  the  department.  The  object  of  this  bureau  would  be  to 
minimize  as  much  as  possible  the  causes  and  conditions  that  are  chiefly  responsible 
for  fires  occurring  and  the  safeguarding  of  the  inmates  of  buildings,  etc.,  by 
seeing  that  all  ordinances  pertaining  to  exits,  fire  escapes,  etc.,  are  strictly 
observed.  This  bureau  should  be  under  the  immediate  jurisdiction  of  one  of  the 
officers  of  the  department,  to  whom  all  reports  of  violations  of  the  fire  ordi- 
nances should  be  referred  for  proper  action.  To  properly  carry  out  the  work 
of  this  bureau  will  necessitate  the  personal  inspection  of  all  buildings  in  their 
respective  districts  by  the  Assistant  Chiefs,  Battalion  Chiefs  and  Captains  and 
Lieutenants  of  companies.  Diagrams  or  drawings  should  also  be  made  of  all 
large  mercantile  and  manufacturing  establishments  showing  the  location  of  all 
exits,  fire  escapes,  stairways,  elevator  shafts,  hose  reels,  standpipes,  etc.  Bureaus 
of  a  similar  nature  have  been  in  operation  in  some  of  the  larger  eastern  cities 
for  some  time  and  from  reports  received  have  proved  most  valuable  adjuncts  to 
the  fire  departments  thereof.  I  therefore  most  urgently  recommend  that  imme- 
diate steps  be  taken  for  the  organization  of  such  a  bureau  in  this  department 
as  I  feel  confident  that  better  results  from  a  fire  prevention  point  of  view  will 
result  therefrom. 

In  view  of  the  rapid  conversion  of  the  apparatus  of  the  department  from 
horse  drawn  to  motor  propelled,  I  believe  that  it  will  soon  be  necessary  that 
steps  be  taken  relative  to  a  survey  of  the  city  from  a  fire  protection  point  of 
view  with  the  ultimate  object  of  a  relocation  of  the  fire  stations  throughout  the 
city  which  this  change  will  naturally  require.  The  curtailment  in  time  con- 
sumed in  responding  to  alarms  of  fire  by  this  latter  style  of  apparatus  and  the 
greater  amount  of  territory  that  can  be  more  efficiently  covered  will  undoubtedly 
necessitate  the  redisricting  of  the  city  with  a  view  to  changing  the  locations 
of  some  of  the  companies  of  the  department  in  order  that  the  entire  city  may  be 
more  efficiently  covered  by  the  apparatus  at  the  least  possible  cost.  I  would 
therefore  recommend  that  this  important  matter  be  given  the  careful  consid- 
eration it  merits. 

In  view  of  the  fact  that  the  fire  prevention  and  fire  protection  features  of 
the  recent  Panama-Pacific  International  Exposition  were  under  the  supervision 
of  this  department  during  the  period  of  the  construction  and  operation  of  the 
Exposition,  I  deem  it  fitting  to  submit  a  brief  summary  of  the  services  per- 
formed by  that  department,  inasmuch  as  the  same  was  officered  and  principally 
composed  of  regular  members   of  this  department. 

The  fire  fighting  force  consisted  of  three  engine  companies,  two  truck  com- 
panies, one  chemical  company  and  a  flying  squadron,  consisting  in  all  of  ninety 
men  when  operated  with  the  full  equipment  and  but  eighty  men  at  the  time  of 
the  close  of  the  exposition.  Forty-four  alarms  of  fire  were  responded  to  by 
these  companies  while  the  exposition  was  under  course  of  construction  and  prior 
to  its  formal  opening,  62  alarms  within  the  grounds  and  4  outside  during  its 
progress,  making  a  total  of  110  alarms  up  to  the  time  of  its  termination.  The 
financial  loss  from  fire  during  the  construction  period  and  the  operation  of  the 
exposition,  extending  over  a  period  of  several  years,  did  not  exceed  the  sum  of 
$250,  which  taking  into  consideration  the  exposed  condition  of  the  site  and  the 
inflammable  nature  of  the  buildings  consisting  of  443  structures,  all  frame  with 
the  exception  of  two,  and  covering  a  space  of  635  acres,  is  remarkable  to  this 
department  and  the  fire  prevention  methods  adopted,  more  so  in  view  of  the  fact 
that  the  losses  from  fire  at  the  last  two  international  expositions,  namely  St. 
Louis  and  Chicago,  were  $100,000  and  $478,000  respectively,  while  these  two 
expositions  were  in  operation  for  but  six  months  as  against  nine  and  one-half 
months  for  the  recent  exposition. 

In  conclusion  I  desire  to  extend  my  sincere  thanks  to  your  Honorable 
Board  for  the  active  and  untiring  interest  always  manifested  by  you  in  matters 
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pertaining  to  the  efficiency  and  advancement  of  the  department,  and  T  also 
desire  to  express  my  thanks  and  appreciation  to  the  officers  and  members  of  the 
department  for  the  commendable  manner  in  which  they  have  performed  their 
required  duties  during  the  past  fiscal  year. 

To  his  Honor,  the  Mayor,  the  heads  of  the  different  departments  of  the 
municipality,  the  Chief  of  Police,  and  the  members  of  his  force,  Fire  Marshal 
Towe  and  Superintendent  Comstock  of  the  Underwriters  Fire  Patrol,  Chief 
Barry  of  the  Department  of  Electricity,  City  Engineer  O'Shaughnessy  and  his 
assistants  and  the  attaches  of  the  Architects  office  I  also  desire  to  extend  my 
thanks  in  appreciation  of  the  valuable  assistance  they  have  rendered  this  de- 
partment whenever  the  opportunity  presented  itself. 

Respectfully  submitted, 

THOS.  R.  MURPHY, 
Chief   Engineer,   S.   F.    F.   D. 
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Report  of  the 

Board  of  Fire  Pension  Fund  Commissioners 


San  Francisco,   July   22,    1916. 
Hon.    James   Rolph,   Jr., 

Mayor  of  the  City  and  County  of  San  Francisco,  California. 
Sir: — In  compliance  with  the  provisions  of  Article  XVI,  Section  IX,  of  the 
Charter  of  the   City   and   County  of   San   Francisco,   the   Board   of   Fire   Pension 
Fund    Commissioners    herewith    present    and    submit    their    report    for    the    fiscal 
year  ending  June  30th,   1916. 

ORGANIZATION. 
The  Board  of  Fire  Pension  Fund  Commissioners  as  now  constituted  consists 
of  four  members  and  a  secretary,  namely  : 

FRANK    C.    SYKES Term   expires  January    8th,    1917 

JOHN   T.   FOGARTY Term  expires  January  8th,   1918 

TILLMAN    R.    HERRING Term   expires   January   8th,    1919 

JOHN   F.   DAVIS Term  expires  January   8th,   1920 

H.  L.  KEEFE Secretary 

During  the  year  the  following  named  members  of  the  Fire  Department  were 
retired  on  pension,  under  the  provisions  of  Article  9,  Chapter  7,  Section  3  of 
the  Charter,  namely: 

Emile  Gouvi,  Hoseman,  Engine  Company  No.  36.  Pensioned  July  13th, 
effective  August  1st,   1915. 

Henry  H.  Casey,  Truckman,  Truck  Company  No.  6.  Pensioned  August  3rd, 
effective  August  4th,   1915. 

William  Schultz,  Captain  Truck  Company  No.  11.  Pensioned  September 
29th,  effective  October  1st,   1915. 

Thomas  Walsh,  Hoseman,  Engine  Company  No.  33.  Pensioned  Novembel 
11th,    effective  November   15th,   1915. 

N.  N.  Mathewson,  Lieutenant,  Engine  Company  No.  33.  Pensioned  November 
11th,   effective  November  15th,  1915. 

John  Finnigan,  Hoseman,  Engine  Company  No.  33.  Pensioned  November 
11th,   effective  November  15th,  1915. 

Daniel  J.  Coughlin,  Hoseman,  Engine  Company  No.  31.  Pensioned  Decem- 
ber 16th,    1915,   effective  January   1st,    1916. 

Martin  Burns,  Hoseman,  Engine  Company  No.  8.  Pensioned  December 
16th,   1915,   effective  January   1st,   1916. 

Wills  E.  Gallatin,  Captain,  Chemical  Engine  No.  5.  Pensioned  April  13th, 
effective  May   16th,   1916. 

Thomas  Coogan,  Engineer,  Engine  Company  No.  27.  Pensioned  May  11th, 
effective   May    16th,    1916. 

William  Shackleton,  Driver,  Truck  Company  No.  4.  Pensioned  June  1st, 
effective  June  2nd,   1916. 

Hugh  P.  Powers,  Captain,  Chemical  Company  No.  10.  Pensioned  June  8th, 
effective  July   1st,   1916. 

William  Crowhall,  Hoseman,  Engine  Company  No.  18.  Pensioned  June  29th, 
effective  July   1st,   1916. 

Maurice  Cunningham,  Truckman,  Truck  Company  No.  9.  Pensioned  June 
29th,   effective   July    1st,    1916.      (Pensioned  under   Section   4.) 


20  FIEE  COMMISSIONED 

During  the  year  the  following  named  members  of  the  Fire  De;  artment 
were  pensioned  for  disability,  under  the  provisions  of  Article  9,  Chapter  7, 
Section  4,  namely: 

John  Buker,  Truckman,  Truck  Company  No.  4.  Pensioned  July  6th, 
effective  August  1st,  1915. 

Charles  Neil,  Hoseman,  Engine  Company  No.  30.  Pensioned  July  6th, 
effective  August  1st,  1915. 

D.  J.  Riordan,  Hoseman,  Engine  Company  No.  36.  Pensioned  July  13th, 
effective  August  1st,  1915. 

Percy  J.  Creede,  Lieutenant,  Truck  Company  No.  1.  Pensioned  August  3rd, 
effective  August  4th,  1915. 

William  J.  Hart,  Hoseman,  Engine  Company  No.  48.  Pensioned  August  3rd, 
effective  August  4th,   1915. 

Joseph  Morse,  Hoseman,  Engine  Company  No.  32.  Pensioned  August  3rd, 
effective  August  4th,   1915. 

James  Koopman,  Hoseman,  Engine  Company  No.  3.  Pensioned  October 
5th,  effective  October  6th,  1915. 

Patrick  D.  Hughes,  Engineer,  Engine  Company  No.  39.  Pensioned  No- 
vember 26th,  effective  December  1st,  1915. 

Edward  McDermott,  Hoseman,  Engine  Company  No.  22.  Pensioned  April 
3rd,  effective  April  4th,   1916. 

John  T.  O'Donnell,  Truckman,  Truck  Company  No.  9.  Pensioned  May 
11th,   effective  May  16th,   1916. 

James  P.  Britt,  Battalion  Chief.  Pensioned  June  8th,  effective  July  1st, 
1916. 

During  the  year  the  following  widows  and  parents  of  firemen  were  pensioned 
under  the  provisions  of   Article  9,    Chapter   7,    Section   5,   namely: 

Mrs.  Addie  Ellenberger,  widow  of  Frederick  A.  Ellenberger.  Pensioned 
July   6th,   effective  from  July   1st,   1915. 

Mrs.  William  King,  widow  of  William  King.  Pensioned  August  3rd, 
effective  from  August  1st,  1915. 

Henrietta  Titus,  widow  of  John  Titus.  Pensioned  October  11th,  effective 
from  July  2,  1915,  the  date  of  death  of  John  Titus. 

Mrs.  Julia  Mulcahy,  mother  of  Dennis  Mulcahy,  who  was  killed  in  the 
discharge  of  duty  on  November  7th,  1915.  Pensioned  November  11th,  effective 
from  November  8th,   1915. 

Mrs.  Mary  Magner,  widow  of  Thomas  Magner.  Pensioned  May  11th, 
effective  from  March  3rd,  1916,  the  date  of  application  of  Mrs.  Magner  for  a 
pension. 

Mrs.  Helen  E.  Corwell,  widow  of  Joseph  Corwell.  Pensioned  June  29th, 
effective  from  June  12th,  1916,  the  date  of  death  of  Joseph  Corwell. 

Mrs.  Nellie  Jones,  widow  of  Thomas  P.  Jones.  Pensioned  July  6th,  effective 
from  June  8th,  1916. 
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LIST   OF    PENSIONERS   JULY    1st,    1915,   TO   JUNE    30th,    1916. 


Bell,    Charles   

O'Neil.   John   

Fleming,   P.   H 

Finn,  D.   A 

Robinet,  H.  J 

O' Sullivan,    Edward   

Murphy,    John    J 

Desmond,   Felix  P 

Sweeny,   Mrs.   Jennie  

Crummv,  John  T 

Wolf.  Joseph  

Barry,    Patrick    

McGibbon,   James   A 

Mahoney,  John  J 

Nagle,   Mrs.   Eliza  J 

Heffernan,    Mrs.    Marion 

Cumisky,    James    

Browne,  Robert  T 

Bearwald,  Mrs.  Ray  

Holmes,    Mrs.    Mary    

Sawyer,    Robert    H 

Harrington,    Mrs.    Emma 
Dougherty,    Mrs.    Sarah   .. 

Allen,    John    

Ewing,    George    

Sullivan,    Mrs.    Jennie    .... 

Dakin.  Mrs.  Francis  

Hennessv,   Mrs.   Nellie   .... 

.Reilly,    J.    W 

Kenny,    John   

O'Neill,    Mrs.    Mary    

Sullivan,   Mrs.   Margaret 

Smith,   Mrs.   Nora  

Lennon,    Edward   P 

Woods,    Gabriel   

Harrison,    David 

Stevens,  Joseph  

Boyson,    George  M 

O'Brien,  Maurice  J 

Fernandez,  T.  M 

Canty,    Thomas 

Carew,     George 

Wells,   George  F 

Franks,   Mrs.   Nellie 

Balk,   Stephen  S 

Kelly,   William   E 

Donnelly,    Bernard 

Lyons,    Mrs.    Teresa 

Schmidt.     Henry 

Garety,   Mary   I.*   

Ford,  John  J 

Cuneo,   Rinaldo   

Waters,    William    D 

Shaughnessy,    Patrick    H. 
McKittrick,    Edward    F... 

Riley,    Mrs.    Maria 

McCarthy,    Mrs.    Mary 

Roberts,   Mrs.   Helena  M. 

Mitchell,   John   

Florance.  Alfred  

Banker,  August  

Horn,  Henry  F 

Reimers,  J 

Hayden,  Mrs.  Sarah  

Smith,  Charles  F 

Gorter,   Henry  H 


Pension    Effective. 


February   14,    1892.... 

April    23,    1892 

October   29,    1892 

January  14,    1893 

July    28,    1894 

September  14,  1899.. 
November  9,  1899.... 
November    16,    1899.. 

July   1,    1900 

November    1,    1900.... 

January   10,    1901 

April    1.    1901 

March   6,   1903 

June  1,   1902 

September   1,    1902.... 

October    1,    1902 

November    1,    1902.... 

April    1,    1903 

June  1,   1903 

December  1,  1903 

June    1,     1904 

October    1,    1904 

October    1,    1904 

January   1,   1906 

January   1,   1906 

February    1,    1906 

February   1,    1906 

February   1,    1906 

April    30,    1906 

April    30,    1906 

May   11,    1906 

May    18,    1906 

September  7,  1906. 
November  1,  1906... 
December    1,     1906... 

January      1,    1907 

January    16,    1907 

March    1,    1907 

July   1,    1907 

July   1,    1907 

July   1,   1908 

August    16,    1908 

July   16.    1908 

August    1,     1908 

November  1,  1908... 
December    1,    1908... 

January    1,     1909 

March  '5,    1909 

April    16,    1909 

July     1,     1909 

July     1,     1909 

July     1,     1909 

January   16,    1910 

March    16,    1910 

March    16,    1910 

June    4,    1909 

March    16,    1910 

April    2,    1910 

Julv  1,  1910 

July  1,  1910 

Julv  1,  1910 

July  1,  1910 

Julv  1,  1910 

July  1,  1910 

July  8,  1910 

August  1,    1910 


Amount 

per 
Quarter. 


$135.00 
135.00 
210.00 
135.00 
135.00 
135.00 
210.00 
135  00 
120.00 
120.00 
120.00 
150.00 
150.00 
180.00 
150.00 
150.00 
150.00 
180.00 
150.00 
180.00 
180.00 
150.00 
168.75 
150.00 
180.00 
150.00 
180.00 
150.00 
225.00 
180.00 
135.00 
499.95 
135.00 
150.00 
150.00 
180.00 
150.00 
150.00 
150.00 
262.50 
180.00 
232.50 
180.00 
150.00 
180.00 
232.50 
180.00 
180.00 
232.50 
180.00 
180.00 
180.00 
337.50 
624.99 
337.50 
150.00 
180.00 
180.00 
180.00 
180.00 
180.00 
337.50 
180.00 
180.00 
180.00 
337.50 


Garety-Conlin,  Mrs.   Mary  I,   guardian  for  Johnson 
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LIST  OF  PENSIONERS  JULY   1st,   1915,   TO  JUNE   30th,   1910— Contd. 


NAME. 

Pension    Effective. 

Amount 

per 
Quarter. 

180.00 

Mav    1,    1911    . 

180.00 

Ciisebolt,   William  S 

hilv   16,    1911 

210.00 

June    1,    1911 

180.00 

135.00 

March      1,    1912 

180.00 

March    18,    1912 

180.00 

213.75 

May     1,     1912 

180.00 

232.50 

180.00 

July    1,   1912 

337.50 

337.50 

July   1,    1912 

150.00 

July   1,    1912  

180.00 

Dolan,   M.  J 

450.00 

210.00 

150.00 

Roebling,  Wm.  A.  . 

180.00 

180.00 

165.00 

180.00 

180.00 

Hewitt,  Chas.  P 

210.00 

April    22,    1913 

213.75 

July    1,    1913 

180.00 

Wills,    John 

July    1,    1913 

July    1,    1913 

337.50 

Arata,   Guiseppe  and  Rosa 

180.00 

July   7,    1913 

180.00 

August   1,    1913 

210.00 

November  1,  1913... 

337.50 

180.00 

232.50 

Tyrrell,    Jas.    J 

180.00 

180.00 

February    1,    1914 

180.00 

February    1,    1914 

180.00 

Dever,    J.    H 

March    1,    1914 

232.50 

April    1,    1914 

213.75 

May   1,   1914 

180.00 

Niefer,   Mrs.   Teresa  C 

Allen,  R.  J 

July   6,    1914 

August   1,    1914 

180.00 
213.75 

August   1,    1914 

September   4,    1914 

September    18,    1914 

232.50 

Dugan,  P.  P 

232.50 

232.50 

October    1,    1914 

232.50 

October    1,    1914 

210.00 

October   1,    1914 

232.50 

232.50 

Neil,    Charles    

Julv    6,    1915 

180.00 

King,     Mrs.    William 

Hart,    Wm.    J 

t  Joseph   F.    Thompson,    returned   to   active   duty   in   the   Department    May    1st, 
1915,    was  restored   to  the  pension   list,    as   his   disability   still   existed. 


FIRE  COMMISSIONERS 


LIST   OF   PENSIONERS  JULY   1st,   1915,   TO  JUNE   30th,    1916— Contd. 


NAME. 

Pension   Effective. 

Amount 

per 
Quarter. 

September   29,    1915 

October    5,    1915 

October    11,    1915 

November   11,   1915  

November   11,   1915  

November  11,   1915      

November   11,    1915  

November   26,    1915 

December  16,  1915 

December  16,  1915 

April    3.    1916 

April    13,    1916 

Mav    11,   1916 

Mav    11,   1916 

May    11,   1916 

June  1,   1916 

June  29,   1916 

June  29,   1916 

June  8,   1916 

June  8,   1916 

June  8,   1916 

232.50 

180.00 

180.00 

180.00 

180.00 

213.75 

180.00 

210.00 

Coughlin,   D.   J 

180.00 

180.00 

180.00 

232.50 

210.00 

180.00 

232.50 

180.00 

180.00 

180.00 

337.50 

232.50 

Jones,  Mrs.   Nellie  

180.00 

f  Titus,    Mrs.    Henrietta, 
tribution  of  this  pension. 


M.  J.  White  is  the  Trustee  in  charge  of  the  dis- 


During  the  year  the  following  deaths  occurred: 

Thomas   Barry Died  July    15,  1915 

Louis  Kiehl Died  July    10,  1915 

John  Pay Died  July      9,  1915 

James  Grady Died  Nov.     2,  1915 

Hugh  McCue . Died  Jan.    21,  1916 

Michael   Ryan .....Died  Jan.     24,  1916 

Percy   J.    Creede Died  April  18,  1916 

Wm.   A.    Serens Died   May     11,  1916 

APPROPRIATIONS  AND  EXPENDITURES. 

Appropriated   by   the  Board  of   Supervisors  July   1,   1915 $105,000.00 

Surplus   from    Fiscal    Year    1914-15 1,512.87 

Total     $106,512.87 

PENSIONS  PAYABLE. 

First  Quarter  ending   September  30,    1915 $25,247.69 

Second   Quarter   ending  December   31,    1915 26,904.34 

Third   Quarter   ending  March   31,    1916 27,315.69 

Fourth   Quarter   ending   June   30,    1916 27,861.29 

Salary   of   Secretary,    Printing,    Stationery,    etc 600.00 

107,929.01 

Respectfully  submitted, 

H.  L.  KEEFE, 
Secretary,  Board  of  Fire  Pension  Fund  Commissioners. 


